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2004 Monroe County Geodetic Control - Monument HOT 


Comer ID. # 110T 


MONUMENT RECORD 

STATE OF INDIANA ~ COUNTY OF MONROE 
Section 5 , Township_ 7N Range_ ] W 


Monument Description & Remarks: 2-1/2" fluminum Monument. 30 " Iona, set O.l'below arode. 

(Thte monument is not a FLSS comer. It ws set os pert of o Geodetic Control Survey .) 



I, Matthew L. Cooper, here by certify (hat this document was prepared under my direction 
in accordance with the provisions of Section 17-3-64-4 through 17-3-64-8 of the Indiana 
Code, being Acta of 1965, Chapter 319; this 9th day of June, 2004 AD. 
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ImageSource: 2014 Monroe County Pictometry 
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